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Zone I 
1. Teast stand, 20 x 20 meters, a primitive ctrvcture, equipped for th: 
testim:, of two encines. ‘The ter st stand, which was off limits to ai] 


P’s,was . operating day and nicht. 

2, Wotereyzle department, 300 x hO meters, brick. 

3- Iron storage shed, 20 x 300 meters, brick. Hod hoop and angle-iron was 
stored there, 

h, Aluminun storage shed, 30 x 30 eters, brick. Hera ).2 stored alumimin 
‘and duralumninum in both sheets and bars. 

5. Engine department, 30 x 150 neters, brick, equipped vith verman machiner; - 
milling machinss, boring machines, lathes and turre? Jathos were seen. 

the finished engines, covered by tarpaulins, were hacled tc sie test stand, 

They had a diameter of about is meters and were abo.t Ll neter Lone. 
Expert PV's said that they were radial erines, 

O. Raw material depot, 30 x 30 meters, brick. Sheet mensl, acd vertous sorts 
ee iren and steel were stored there. 

7o New workshop, 100 x 200 meters. Only the steel ckelevon was comoloted 

in November 1948. 

$, Administration building, a four or _fivenstory brick tuildinp, 30 2 Se 
ueters; completed by September 2948 and in operation. 

9. “lectxical repair shop, single-story brick buiidine, 30 « 50 meters. 

LO. Foundr-, 50 « CO meters, equipped with three coke furnaces fer both 
iron and aluminum castines. 

11. Administration building, four or five-story, brick, 30 x SC meters, 

12. Prick boiler house, 20 x 30 meters, with one crokesteck Lo aeters high. 

43. First aid station. 


Zone IT 


L. Workshoo for the production of concrete slabs, sircle-story brick struc- 
ture, 20 x 60 meters. 

2. Sawmill, 50 x 50 reters. 

3. Carpenter shor, brick structure, 20 x 200 neters, toodwerkin:. machines 

dismantled in Leipzig and Breslau and German machinery imporsec. prior to 
Yorld War IT were seen there, 

LL. Administration building. 
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